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9106280078 NRC Staff response to petition for leave to intervene filed by EJ Epstein.*
Concludes that petition for leave to intervene should be denied due to failure to dem-
onstrate standings.VWCertificate of Svc.

WQODHEAD.C.P. Office of the General Counsel (Post 860701). #291 11872. 91/06/
13. Atomic Safety and Licensing Board Panel. 15pp. 58238:025-58238:039.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1 p. 58039:092-58039:092.

P. Operating license stage documents & correspondence

9106100142 Forwards final rept on facility fuel measurements for 900827-30.
WEISS.S.H. Division of Advanced Reactors & Special Projects (Post 901216). 91/03/
22. LONG.R.L General Public Utilities Corp. - GPU Service Corp. 8pp. 57994:240-
57994:290.

-9106100166 "Fuel Verification Measurements in TMI Unit 2."
MERWIN.S.E. Battelle Memorial Institute, Pacific Northwest Laboratory. 91/02/28.
43pp. 57994:248-57994:290.

9106070169 Comments on annual update of sys description & technical evaluation rept
for TMI-2 submerged demineralizer sys.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/05/29. Document
Control Branch (Document Control Desk). 1p. 58015:224-58015:224.

9106190196 Forwards "TMI-2 Post-Defueling Survey Rept for Auxiliary & Fuel Handling
Bldgs."

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/06/07. Document
Control Branch (Document Control Desk). 2pp. 58199:216-58199:317.

-9106190206 "TMI-2 Post-Defueling Survey Rept for Auxiliary & Fuel Handling Bldgs."
DEININGER.F.W., MILLER.A.W., ROGAN.R.E. General Public Utilities Corp. - GPU
Service Corp. 91/06/03. 100pp. 58199:218-58199:317.

9106130311 Determines that revision is not required for annual review of waste handling
& packaging facility technical evaluation rept.

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/10. Document
Control Branch (Document Control Desk). 1p. 58110:308-58110:308.

9106210304 Advises that 910325 Rev 5 to recovery QA plan acceptable & continues to
satisfy criteria of App B of 10CFR50.

BETTENHAUSEN.L Region 1  (Post 820201). 91/06/10. LONGR.L. General Public
Utilities Corp. - GPU Service Corp. 2pp. 58208:181-58208:182.

9106190265 Forwards Amend 11 to post-defueling monitored storage SAR.
ROGAN.R.E. General Public Utilities Corp. - GPU Service Corp. 91/06/14. Document
Control Branch (Document Control Desk). 1p. 58189:259-58189:341.

-9106190266 Forwards Amend 11 to post-defueling monitored storage SAR.
LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/04/19. Document
Control Branch (Document Control Desk). 82pp. 58189:260-58189:341.

9106260108 Forwards Rev 9 to TER 3230-008, "Technical Evaluation Rept for Interim
Solid Waste Staging Facility."

LONG.R.L. General Public Utilities Corp. - GPU Service Corp. 91/06/18. Document
Control Branch (Document Control Desk). 1p. 58226:221-58226:224.

-9106260112 "Technical Evaluation Rept for Interim Solid Waste Staging Facility."

*  General Public Utilities Corp. - GPU Service Corp. TER 3230-008 R09. 91/06/12.
3pp. 58226:222-58226:224.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York. Inc. 85pp. 57906:176-57906:262.

9106070066 Forwards insp repts 50-289/91-08 & 50-320/91-05 on 910407-0511 &
notice of violation.

WENZINGER.E.C. Region 1 (Post 820201). 91/05/24. BROUGHTON.T.G., LONG.R.L.
General Public Utilities Corp. - GPU Service Corp. 3pp. 57918:100-57918:156.

-9106070070 Notice of violation from insp on 910407-0511.Violation notedron
910412,licensee/NUPAC operated evaporator w/valve V-86 closed.preventing proper
collection of composite sample.

*  Region 1 (Post 820201). 91/05/24. 1 p. 57918:103-57918:103.

-9106070079 Reactive safety insp repts 50-289/91-08 & 50-320/91-05 on 910407-
0511. Violations    noted.Major    areas    inspected:plant    operations,maint,radiological
practices.security measures & engineering support activities re plant safety.
RULAND.W. Region 1 (Post 820201). 91/05/24. 53pp. 57918:104-57918:156.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106130275 Advises that util will respond to weaknesses re prescribed process water
disposal sys noted in Insp Rept 50-320/91-04 when Insp Rept 50-320/91-05 received.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/06/03. HEHL.C.W.
Region 1 (Post 820201). 1p. 58110:317-58110:317.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

R. Periodic operating reports & related correspondence

9106100358 "TMI-2 Quarterly Dose Assessment Rept First Quarter 1991." W/910529
Itr.

LONG.R.L.  General  Public  Utilities  Corp.  -  GPU Service  Corp. 91/03/31.  13pp.
58052:078-58052:090.

S. Reportable occurrences, LERs & related correspondence

9106070078   PNO-l-91-041:on   910531.S   Hoch  resigned  as  chairman of board  of
directors.president & chief executive officer of GPU. WG Kuhns will replace Hoch until
permanent replacement is found.
RULAND.W. Region 1 (Post 820201). 91/06/03. 1p. 57918:159-57918:159.

V. Operator Examinations

9106100281 Discusses dispute of NRC fee for licensed operators exams re receipt of
invoice XT0455-91 dated 910510.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/05/29. License Fee
& Debt Collection Branch (Post 890827). 14pp. 58052:033-58052:046.
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P. Operating license stage documents & correspondence

9106040114 Notification of 910606 meeting w/util in Rockville.MD to discuss util submit-
tal dtd 910226 re allowable outage time for surveillance testing of electrical instrumen-
tation at facility.

JABBOUR.K.N. Project Directorate II-3. 91/05/24. MATTHEWS.D.B. Project Director-
ate II-3. 4pp. 57894:043-57894:046.

9106070249 Forwards evaluation of low delta ferrite in first layers of weld overlays on
recirculation sys.in response to NRC SER on insps/repairs performed during Spring
1990 refueling/ maint outage per Generic Ltr 88-01.

BECKHAM.J.T. Georgia Power Co. 91/06/03. Document Control Branch (Document
Control Desk). 6pp. 58017:200-58017:205.

9106110240 Notification of 910620 meeting w/util in Baxley.GA to discuss status of cur-
rent licensing activities & corporate initiatives for facilities.

JABBOUR.K.N. Project Directorate II-3. 91/06/04. MATTHEWS.D.B. Project Director-
ate II-3. 2pp. 58098:172-58098:181.

-9106110244 Notification of 910620 meeting w/util in Baxley.GA to discuss status of
current licensing activities & corporate initiatives for facilities.Agenda encl.
JABBOUR.K.N. Project Directorate II-3. 91/06/05. MATTHEWS.D.B. Project Director-
ate II-3. 4pp. 58098:174-58098:181.

9106180300 Application for amends to License DPR-57 & NPF-5,revising Tech Specs re
spent fuel pool water depth above irradiated fuel & correcting administrative errors &
post-LOCA radiation monitor calibr frequency.

MCDONALD.R.P. Georgia Power Co. 91/06/13. Document Control Branch (Document
Control Desk). 11pp. 58171:019-58171:047.

-9106180301 Proposed Tech Specs re spent fuel pool water depth above irradiated
fuel & post-LOCA radiation monitor calibr frequency.
* Georgia Power Co. 91/06/13. 17pp. 58171:030-58171:047.

9106200018 Ack receipt of 910515 Itr & check for $50,000 in payment for civil penalty
proposed in NRC 910415 Itr.

LIEBERMAN.J. Ofc of Enforcement (Post 870413). 91/06/18. HAIRSTON.W.G. Geor-
gia Power Co. 2pp. 58161:104-58161:105.

9106270215 Reiterates comments expressed in 910530 meeting w/NRC re generic
issues associated w/NRC procurement assessment rept for facility.
MARION.A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 91/06/20. GRIMES.B.K. Division of Reactor Inspection & Safeguards
(Post 870411). 6pp. 58254:303-58254:308.

Q. Inspection reports, IE Bulletins & correspondence

9106110085 Notifies of NRC reversal on position re written ack of receipt/review of re-
sponses to notice of violations.

EBNETER.S.D. Region 2 (Post 820201). 91/03/19. HAIRSTON.W.G. Georgia Power
Co. 4pp. 57997:108-57997:111.

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060245 Forwards Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.NO vio-
lations or deviations noted.

JULIAN.C.A. Region 2 (Post 820201). 91/05/28. HAIRSTON.W.G, Georgia Power Co.
3pp. 58003:042-58003:055.

-9106060253 Insp Repts 50-321/91-10 & 50-366/91-10 on 910422-26.No violations or
deviations noted.Major areas inspected: inservice insp exam procedure.review of in-
service insp records & implementation of Generic Ltr 90-05.

COLEY.J.L,   BLAKE.JJ.   Region   2   (Post  820201).   91/05/23.   11pp.   58003:045-
58003:055.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.half
